HE MOULTON HOTEL 2 

342—3rd AVENUE, NORTH © 

ST. PETERSBURG, FLA. 5 


Center of All Activities 
New - Modern - Fireproof 
All Private Baths - Steam Heat 


Mr. and Mrs. Ralph A. Moulton, Owners 


— Summers — 
MOULTON'S HOTEL 
Hampton Beach, New Hampshire 
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